BELL SYSTEM PRACTICES SECTION 074-247-117 
AT&TCo Standard Issue 1, January 1976 


TOOLS 
PINCHCOCKS - DESCRIPTION 


1. GENERAL 
1.01 This section covers noncoded Bell System 
Pinchcocks. 


1.02 When this section is reissued, the reason for 
reissue will be listed in this paragraph. 


1.03 The information contained in this section 
supersedes the corresponding information 
in Section 074-700-101. 


PINCHCOCK, CASTALOY, FISHER SCIENTIFIC 
COMPANY, 5-849B 


For use in stopping the air flow in the plastic hose 
at the pressure window of the KS-16001 
dehydrator. 


PINCHCOCK, MOHR; FISHER SCIENTIFIC COMPANY, 
5-860 (OR EQUIVALENT) 


For use in adjusting bellows relays in pneumatic 
tube equipment. 


NOTICE 
Not for use or disclosure outside the 
Bell System except under written agreement 
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